From: 

Sent: 

To: 

Subject: 


Byrne, Eric (DPH) 

Wednesday, October 05, 2011 10:34 AM 
Hanchett, James (DPH) 

RE: Amherst 


Great news. Yes, there have been many emails back and forth about the new circuit. It looks like it may happen this 
time. 


From: Hanchett, James (DPH) 

Sent: Wednesday, October 05, 2011 8:54 AM 
To: Byrne, Eric (DPH) 

Subject: RE: Amherst 

Hi Eric, 

This mornings Republican says the Laboratory will stay open. So we are all set for another year. Make sure you 
put in for the upgraded T1 line we will definitely need it. 

Thanks, 

Jim 


From: Byrne, Eric (DPH) 

Sent: Friday, September 30, 2011 12:43 PM 
To: Hanchett, James (DPH); Salem, Sharon (DPH) 

Subject: Amherst 

Hello, 

I haven't heard any update. Was the legislature able to come up with the money to keep the lap open? 
Are you folks safe over there? 

-Eric 
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